To:  Richman,  Lance[Richman. Lance@epa.gov];  Alert,  Tana[A!ert. Tana@epa.gov];  Rogow, 

Michelle[Rogow. Michelle@epa.gov];  Li,  Corine[Li. Corine@epa.gov];  Reiner, 
Chris[Reiner.Chris@epa.gov];  Moore,  Kathi[Moore. Kathi@epa.gov];  Caianog, 

Steve[Caianog. Steve@epa.gov];  Moxley,  Bret[Moxley.Bret@epa.gov];  Johnstone, 

Jeremy[Johnstone. Jeremy@epa.gov];  Robberson,  Bili[Robberson. Bill@epa.gov];  Lee, 

Barbara[Lee. Barbara@epa.gov];  Boone,  David[Boone. David@epa.gov];  Hiatt, 

Geraid[Hiatt.Geraid@epa.gov];  Black,  Ned[Black.Ned@epa.govj;  Allen,  HarryL[Allen. HarryL@epa.gov] 
Cc:  Temple,  Celeste[Temple. Celeste@epa.gov];  Samolis,  Mark[Samolis. Mark@epa.gov] 

From:  Guria,  Peter 

Sent:  Mon  8/1 0/201 5 9:07:44  PM 

Subject:  Area  Command  Meeting  4 PM  Today  EOC 


All:  We  will  hold  a brief  meeting  today  to  go  over  the  structure  of  our  Area  Command  in 
support  of  the  Typhoon  Soudelor  and  Gold  King  response  events. 


I’ll  send  a meeting  invite  out  shortly. 


Pete  Guria,  Chief 

Enforcement  & Removal  Operations  Section 

USEPA  Region  9 

415-972-3043 

guria.peter@epa.gov 
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